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Merioneth, Supply in, 872 

Merz memorial at Newcastle, 585 

Metal cable spools, 831° 

Meter comparator, 935 

Meter engineers’ salaries, 525 

Meter repairers’ and testers’ wages, 


Meter staffs, Grading of, 202 

Meters, Miniature, 413 

Mexborough power station, 215 

Mexican factory, New, 427 

Mica, Control of, 91 ; ——— freed from 
control, 831 ; Synthetic, 826 


Middlesbrough, Peculiar situation at, 
903 


Midland Electric Mfg. Co.: Electric 
fire factory, 64; War work, 309 

Milk delivery vehicles, 469 

Mill, Large new steel, 789 

Mill tension, Rolling, 725 

Mineral-insulated conductors, 936 

Minerals, Insulating, 864, 924 

Mines plan accepted, 133 

Mining equipment, DC, 411 

Mining machinery exhibition, 297 

Mining research, 768 

Ministries, Merging of, 869 

Ministry of Fuel & Power, 831 

Ministry of Works: Statement on 
supply of equipment, 230 

Mobile canteens, E.A.W.’s, 790 

Motion study in industry, 508, 526 

Motor application research, 338 

Motor bearings, Sealing, 756 


- Motor tor Canadian ship, Large, 376 


Motor maintenance, Electric, by 
* Rotor,” $2; D. T. Evans, 549 
Motor protection, Induction, by 
D. E. Bird and L. B. Golds, 60 ; 
Industrial, by J. P. S. Pillans, 659 
Motor starters, DO, by J. Cotterell, 533 
Motor starting, Simultaneous, 708 
Motors, Three-phase commutator, by 
K. C. Howison, 445, 495, 598 ; 
Synchronous induction, by C. Y. 
Mang, 855 
Motors & generators (B.S.S.), 233 
Multicore solders’ war effort, 598 
service points, by Ridler, 
93 


Municipal reports, 136, 189, 263, 299, 
358, 420, 500, 540, 576, 644, 666, 
719, 757, 826, 874, 956 

Municipal supply, Future of, 632 


NYE, Changes of, 377, 414, 563, 
599, 715 

Nationalisation : possibilities, 
502, 632 ; plans, 758 ; —— 
of certain industries, 767, 808 ; 
Development and ——, 933; 
Coal, 938 

Navigator, Decca, 674 

N.E. England, Electric power for, 908 

Neon lighting, Future, 792 

Newall, A. P., & Co., Ltd., works, 
Visit to, 769, 887 


New Books— 

Atomic Bomb, The Story of the, by 
C. H. Douglas Clark, 921 

Coal: Some Facts About an Un- 
known Industry, by a Colliery 
Manager, 59 

Conference Leader Training, by F. =. 
Maclin and P. 'T. McHenry, 245 

Cutting Tool Practice, by H. C. 
Town and D. Potter, 59 

Distribution and Utilisation of 
Electricity, by E. Openshaw 
Taylor, 921 

Electricity — Public or 
Monopoly? by F. 
Dennis, 374 

Electricity and Women, by W. L. 
Randell, 681 

Electroplating, by S. Field and 

Weill, 245 

Electrotechnology, Worked Ex- 
amples in, by W. T. Pratt, 59 

“ Electrical Engineer’’ Reference 
Book, 59 

Electricity in the House, by J. E. 
Macfarlane, 700 

Hydraulics, by E. H. Lewitt, 368 

House, Electricity in the, by J. EB. 
Macfarlane, 700 

Luminous Tube Lighting, by H. A. 
Miller, 522 

Palmer’s Private Companies, by J. 
Charlesworth, 522 

Penguin Handyman, 
Wiseman, 921. 

se Basic, by D. R. W. Archer, 


Private 
Hamlyn 


by Foster 


Post-war Britain, 700 
Prefabricated Homes, by B. H. Cox, 
59 


Protective Gear Handbook, by M. 
Kaufmann, 164 

Radio Receiver Design—Part 2, by 
K. R. Sturley, 700 

Radio Service Test Gear, by W. H. 
Cazaly, 164 

Retail Industry, Control of, by 
K. C. Johnson-Davies, 368 

Rubber in Engineering, 245 

Substations, Klectricity, by T. H. 
Carr, 700 

Welding Manual, 921 

Newcastle ** Farm Week,” 169, 343 


New Companies — 

A.A. Electrical Co., 493 

Abbott Bros. (Western), 385 

Aire Electrics, 142 

Airmee International Sales, $16 

Allander Industries, 879 

Allsop, W. J., & Son, 568 

Armstrong, Grigson, 916 

Barker & Wild, 274 

B.C.R. Installations, 34 

Beeston Domestic Appliances, 347 

Belton & Hall, 422 

Berkshire Radioelectric 
(Newbury), 952 

Blaenau Electrical Supplies, 800 

Bowden, Norman (Rochdale), 312 

Bridgham, Graham & Co., 646 

Brindle & Kirby (Hlectrical anid 
Radio Engineers), 953 

Britmac Electrical Co., 141 

Brosan, M., 105 

Brown, J. A., & Partners, 568 

Bryterlite Electrical Supplies, 569 

Burgess Armature Winding, 800 

Carter, J., & Sons (Bradford), 422 

Cavendish Radio & Electrical Co., 
761 


Services 


Celmor Supplies, 723 
Centurion Electric, 645 
Ceramic Heaters, 606 


673 
122 
lase, 133 P 

= 
ar 
268 
753, 
900 
ied, 173 
12, 292, 
69, 709: 
Home. 
n, 560: 


THE ELECTRICAL REVIEW— INDEX 


New Companies — continued 

Charlton Electrical Appliances, 569 

C.J.R. Electrical & Electronic 
Development, 422 

Collinson Bros. (Bradford), 761 

Consolidated Electric (Elland), 646 

Cornelius Electric Instruments, 
953, 

Craft Electrical Industries, 800 

Cross & McIlwham (Hlectrics), 531 

Crosslex Electrical, 840 

Decca Navigator Co., 760 

De La Rue Extrusions, 422 

Dexters (London), 569 

Doanco, 347 

Dwyer, P. L., & Co., 606 

Eagle Electrical Products, 761 

Eastgate Electrical Supplies, 347 

Electric Contracts (London), 70 

Electric Kitchens, 385 

Electric Vehicle Service 
mingham), 800 

Electrical — Manufactur- 
ing Co., 

Electrical Co., 800 

Electrical Heating, 723 

Electrical Products (Colne), 106 

Electrical Products & Trading Co. 
(London), 952 

Electrical — Services 
916 


(Bir- 


(Cornwall), 


Electrical Services (Duns), 953 

Electro Analysis, 646 

Electron Wireless Co., 953 

Electronic Manufacturing «& 
Development Co., 312 

Electronics (Clayton), 761 

Electrosol Co., 422 

Electrosterilisers, 646 

Elind, 840 

Elivin & Co., 34 

Elstone Electronics, 569 

Endroborn, 242 

Epheta Manufacturing Co. (Ele- 
ments), 207 

Electric 
916 

Etherington’s Electrical Services, 
952 


Equipment, 


Evans Tele-Radio, 422 

Evolution Accessories (Engineer- 
ing), 106 

Falco Electrical Appliances, 241 

Fields — Utilities, 840 

F.J.W. 

rankiin, 953 

G.K.P., 76 

Glossop, Co., 840 

Goddard Sound Equipment, 493 

trough Bros. (Electrical), 274 

Graham Bracewell, 34 

Grant, J. O., & Taylor (London), 
242 

Grant & Sons, 385 

Grubb & Whiteside, 953 

Halleroft Electrical & Mechanical 
Apparatus Co., 492 

Hardon Electrical Co., 347 

Harris & Boddy, 953 

Harris Oxley, 646 

Hartley Sharp & €o., 


HN. Electrical Supplies, 105 
Hogan & Wardrop, 805 

Hollis, Frank & Co., 723 

Holly Electric Motors, 274 

Hope Jones (Lighting), 569 

Hotray Wires, 606 

Howdenshire Electrical Contractors, 


Huckett & Brazier, 879 
Ilford Electrical Co. 


840 
Induction Heaters, 879 
Industrial Cooling 274 
Industrial Electronics, 761 


(1945), 


New Companies——continued 
Industrial Infra-Red, 840 
Jackson, $8., & Co. (Electrical 
207 
Jagger, F. E., 
Johnson 105 
Kams Radio Electric, 70 
Kay Trading Co. (Manchester), 569 
Kays Instrument Co., 953 
Kenwright Electrical Co., 879 
Kiltyclogher Co., 606 
Kirk Electrical 376 
Kirkdale Electrical Co., 
Knightsbridge Radio, io 
Korting Instruments, 274 
Lancing Llectrical Mfg. Co., 106 
Lat Mfg. Co., 106 
‘Lewis Electrical Co. (Ruislip), 
Lewis, Henry (Mayfair), 207 


76 


Lewis, J . & F., Lighting and Radio, - 


347 

Lewis, M. & H. (Electrical Appli- 
ances), 385 

Light & Power Accessories Co., 142 

Light & Sound Industries, 952 

Lincass Electric, 207 

Lloyd Alien Engineering, 142 

Longford Electric Co., 531 

Low, Duncan, 70 

Lubins (Portsmouth), 953 

Luminax (1945), 684 

Mc. & B. Heat Control, 646 

MacKie, D. B., and Swaflield, 34 

Manifold Machinery Co., 568 

Manning Electrical Co., 723 

Marshall Electric (1945), 723 

Masteradio Electronics, 422 

Mec-Electric, 105 

Meclee Mfg. Co., 70 

Medhurst, Ernest, 385 

Mercen, P. R., 493 

Metal Industries (Electrical Group), 
377, 385 

Middlesex Electrical 
(Hounslow), 531 

Midland Electric Co. (Leicester), 207 

Modernitas, 761 

Monmore Conduits, 952 

Moore, Arthur, 953 

Murison, A. (Hlectricals), 385 

Nash Electrical Co., 385 

Newman, J., & Co. (Electric), 70 

Newson Radio & Electrical Services, 
646 

Newton Electric, 242 

Nicholsonex, H. W. (Refrigeration), 
723 


Products 


Northern Wholesalers, 879 

Nott, Sydney, & Co., 683 

P.A.R., 840 

P.E.C.O. 
723 

Philectric Installations, 105 

Philips Hamilton Works, 312 

Pilkington, G., 953 

Pilkingtons Plating (Cardiff), 569 

Pioneer Electrics (North West), 459 

G. Bernard, & Knight, 

105 


(Electrical Contractors), 


Powell Refrigerating Services 
(Sheffield), 274 

Price, C., & Co. (Electricians), 645 

Pye Industrial Electronics, 141 

Raidel Services, 952 

Radio Precision, 241 

Rayner, J., & Sons (Grimsby), 646 

Reb & Co. (Products), 422 

Refrigeration Electrical Mechanical 
Engineering Services, 274 

Reliance Vacuum Cleaner Service 
(Ilford), 

Renco, F., 

Ritchie So. (Electrical Con- 
tractors), 34 

Robins & — 348 

Rolamatic, 684 

Ryan (Wanstead), 34 


New Compani 
Ryder, B. M., 347 
Salient Industries, 459 
Scott, G. R. (Electrical), 312 
Scottish Heat & Vacuum, 953 
Selectrics, 207 
Selgood Products, 274 
Sheaf Electric Supply Co., 645 
Short Wave (Great Britain), 422 
Silent Salesman, 953 
Simpson, A. C. (Transformers), 207 
Somerset Plastics & Electrical 


Apparatus, 723 
Sound Systems, 70 
South Wales lectrical Engineers, 
79 


8 
Standard Telecommunication Lal)o- 
ratories, 879 
Super Power, 879 
Sutton Wholesale Electrical Co., 531 
Switchcraft, 422 
Techna (Gt. Britain), 312 
Theta Radio & Television Co., 70 
Tobbell, Arthur F., 684 
Transformer & Bobbin, 459 
Trapp, John (Electrical), 879 
»R.E., 761 


Twenty-Four Hours Sign Co., 493 

Varilectric, 568 

Vickers Elliott & Son, 761 

Watkins, H. G., & Co., 646 

Watters & Gibson, 606 

Weaver, J. & R. (Radio and Tele- 
vision), 70 

Wemverley Mfg. Co., 242 

W.E.S. (Wolverhampton), 385 

West London Telefusion, 274 

White, William, (Sw itchgear), 422 

Whittington & Son, 568 

Whittle, Gordon, M., 645 

Wight, ina Dz, & Son, 459 

—— George (Willenhall), 


916 
Wise Products (London), 569 
Woodhead, Stott & Co., 840 
Woodrutf’s Electric, 879 
Worthton Battery & Electrical Co., 


646 
Zero Electric, 870 


Newport’s fiftieth anniversary, 631 
New Zealand: Hydro-electric ex- 
pansion, 46; The —— market, 
150, 170, 236, 676 ; Use of wind- 
power, 256; Development plan, 
270; Trolley-bus orders, 4144; 
import licensing, 871 
Nickel: Licences, 23, Supplies, 358 
Nife carnival exhibit, 714 
Non-Ferrous Metal Control, 338 
North-East, Supply in the, 663 
Northern Ireland D.J.B., 871 
Northmet Power Purchase 
rights, 24 
North Wales generation and supply- 
exchange scheme, 
North-West Midlands J.E.A.’s 
Meaford station, 118, 120 
North-Western Fuel Luncheon Chub, 
1 


1 
Northern Industrial Group report, 903 
Northern Ireland Board’s offices, 939 
Norway’s electricity requirements, 7()4 
Norwich Electricity Department, 
Work of, 789 

Norwich Thanksgiving Week, 636 
Nuclear energy, 906 


OBituary— 
Adams, S. J., 266 


Aston, 
Beckett, 334 
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Benham, J., 
Betts, J. E., a 136, 629 
Bradford, F., 629 
Braidwood, A., 126 
Burgin, Dr. Leslie, 266 
Carter, L. G., 554 
Chambers, B., 784 
Clark, W. 8., 87 
Cole, W. W., 161 
A. G. DOA 
Coote, E., 334, 370 
Cox, H. 4 ‘90! 
Craib, Ge Os 161 
Cutts, A. G., 161 
Edwards, E. J., 590 
Ellis, 334 
Kllson, J., 744 
England, 990 
Eve, Flight- Sergt. P. J. N., 161 
Fairburn, C. E., 554 
i alk, M., 370 
Ferguson, R., 295 
Fletcher, J. nee 442, 477 
Gillis, A. F., 136 
Goodman, oy 224 
Sir — 590 


Hassi ill. "196 

Henderson, J., 823 
Highfield, J. S., 266, 295 
Hill, F. G. B., 126 

Hines, Capt. J. G., 404 
{foward-Harrison, P., 784 
Hiudson, BE. R., 708, 784 
Hughes, V. C., 57 

Ireland, E. J., 
Johnson, A. M., 

Kahn, Dr. M. 

L indsay, J. Des 37 

A., 334 

Logsdon, A. E., 744 

N. H., 590 
MacLaren, Professor M., 708 


Merrilees, W. 144 

Morris, R. J., 902 

Palmer, J. B., 823 

Petty, C. A., 554 

Phillips, Major C. E. 8., 17 
Pirie, H. L., 514 

Porter, R. G., 161 

Pratt, O. S., 161 

Raphael, F. C., 743 
Richards, W. B., 224 
Rogers, P., 


Shire, 126° 

Sinclair, J., 404 

Smith, W. G., 224 

Steljes, W. S., 708 

Stubbs, Rev. A. J., 863 

‘Taylor, J., 902 

Te etmeier, C. G., 442 

Tervet, R., 477 

Walker, E. 0., 404 

Walker, Lady, TAA 

Walsh, Mrs. J., 514 

Wells, J. A. E., 295 

Whysall, Mrs. F. H., 404 

Williams, F. A., 902° 

Wilson, P., 370° 

Wright, A. H., 708 

Electronic, 163 

il: —— for linseed, 214 ; —— and 
fibre, by E, W. Steinitz, 237 ; 
Turbine —— purification, 571; 
‘Transformer » 7303 
spray collection, 752; 
engines for India, 790 

Oilers, Battery terminal, 764 


Oswestry jubilee, 463 

Ontario’s power system, 517 

Output trend, Electricity, 924 

Overhead-line charts, by J. 5. 
Forrest, 11, 94, 195, 257, 381, 452 

Overhead lines, Rural, by A. Kelso, 
585; High- -voltage, by W. J. 
Nicholls, 710 ; 896 

Overseas electrical a 416, 448, 
485, 561, 824, 

Ownership, Public pr private, 374; 
Public of communications, 
682 


ACKAGING: Tropical, 42, 91; 
Restrictions relaxed, 269 
Paint facturers’ organisation 


486 
Painting, Electrostatic, 130 
Painton & Co., Ltd., 919 
Palestine Imports, 148, 739 
Palestinian industrial developments, 


Paper salvage, 939 

Paris Fair, The, 409 

Parsons, C. A., & Co.: Tribute to 
workers, 303; Company’s pros- 


pects, 525; Works co-operation, 
830 


Partnership, Dissolutions of, 414, 
599, 676, 715, 753 

Partridge, Wilson & Co.’s war work, 
309 


Patent extensions, 134, 713 

Patents, Enemy-owned, 231; Inven- 
tions and, by W. E. Burnand, 687 

Payments, Custodian, 751 

Peak load and capacity, 7538 

Percy Committee’s Report, 681 

Persia buys communication system, 
563 

* Perspex,”’ Applications of, 527 

Peterborough, Supply to temporary 
houses, 58 

Philips’ patents in America, 66 

Philips’ plan to increase efficiency, 908 

* Phoenix,” Lighting, by Brig. P. W. 
L. Broke-Smith and F. A. 
Hulcoop, 483 

Phenix, S.S., 741 

Pigs, Electric heating for, 470 

Pipes, Asbestos cement, 362 

Pit shafts with electric winding equip- 
ment, 754 

Planning, Supply and, 361 

Plastics, Bonding, 4 

Ploughshares into 790 

Plug shortage, Power, 872 

Plug socket demonstrations, 828 

Plug and socket difficulty, 858 

Plugs and sockets, Domestic, 362, 366, 
438, 465, 593 

Points, Multiple service, by P. Ridler, 
793 


Police radio, 744 


Political and Economic Planning . 


report on household appliances, 
639 5 on electricity supply, 
by Cincinatus,” 
Pollution, Atmospheric, 924, 949 
Portable tool demonstration, 133 
ae Imports, 342; Electricity 
ly, 660 
Post. ‘staff, 408 
aa High frequency cooker for, 


Pottery kilns, Electric heating of, 818 

Poultry house heating, 621 

Power and prosperity, by E. R. 
Wilkinson, 567, 577 

Power and voltage measurement, 914 

Power engineers’ salaries, 63, 201 

Power for aerials, 825 

Power plant construction, by I. D. 
Campbell, 893 

Power plant, Danube, 777 


New collier for 
Battersea, 376 ; coal, 430 ; 
—— contracts, 329 ; opera- 
tion, by G. T. Shears, 187; 
Munition work at, 485; River- 
side ——— Baltimore, 791; Cliff 

uay, 773 

Power stations : Ipswich, 24; Soviet, 
74; Hams Hall “ B,” 77, 135; 
Meaford, 118, 120; Lincoln, 
182, 214, 686 ; Mexborough, 215; 
Durham, 296, 518, 548 ; Preston, 
319; Croydon 430, 443; 
Birkenhead, 619 ; Willow Holme, 
Carlisle, 633 ; Underground, 658 

Power transformer stresses, 864 

Pressed Steel Co., Ltd., works con- 
version, 869 

Preston electrical exhibition, 908 

Preston power station, 319 

Price control, 632, 658, 932 

Primary supplies, 849 

Printers’ signs, B.S.S. for, 90 

Private enterprise, Public and, 829 

Production, Census of, 663; and 
plant maintenance,, by G. 
Greaves, 165 

Protection, Induction-motor, by D. Eb. 

jird and L. B. 8. Golds, 60; 
Transmission-line, by D. H. 
Towns and H. MeDonald, 95; 
Industrial motor, by J. P. s. 
Pillans, 659 : ‘Transformer, 711 

Public and private enterprise, 829 

Public lighting, see Street lighting 

Public ownership, 767 

Public ownership of communications, 
682 

Public Transport Association, 54 

Public utilities, War damage to, 449 

Public utility control, 847 

Purchase rights, 100 

Purchase Tax: On domestic appli- 
ances, 58, 112, 171, 198, 301, 358, 
466, 508, 632, 903, 939; On car 
— 597; On electric kettles, 
872 


Power station: 


Purchasers’ specifications, by HE. 
Norris, 556 
Purchasing Officers’ Association, 675 
Puritication, ‘Turbine-oil, 571 
Pye television equipment, 686 
Pythagorean chart, by G. I’. Freeman, 
929 


UALITY control, 
and, 76 
Quarries, Electricity in, 42, 714 
Queen Elizabeth, The, 693, 753, 790 
Queensland, Electricity in, 46; 
Proposed water power 
scheme, 866, 


Coil winding 


ADAR, 249, 261, 262, 302, 330, 
338, 370, 485, 598, 790, 831 
** Radiator,” Continental, 597 
Radio: Broadcasting plan, 186; 
Transporting a station, 186; 
-—— in civil aviation, 231; 
Receiver production, 268, 597; 
Important——contract, 375 ;—— 
equipment for Uruguay, 485; 
British research, 591 ; — 
transmitters, 663 ; measure- 
ments, 669; ——— components 
exhibition, 670; Police, 744; 
control orders revoked, 753 
Radio-frequency heating, 250, 437 
Radiolocation, see Radar 
Radiography, Mass, 487 
Railway electrification, 256 
Railway, Kenya and Uganda, by 
G. H. Lepper, 785 
Railways’ war effort, 648 
Rating claim, Lochaber, 413 
Rating decision, Somerset, 155 
Ratter, Electronic, 932 
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Recent Introductions— 
Battery terminal oilers, 764 
Battery vehicles, 843 
Bushings, Vacuum-seal, 717 
Cam switches, Rotary, 797 
Clarifier, Tool lubricant, 273 
Clothes-horse, Electric, 798 
Contactor panel, Mining, 536 
Convection radiator, 798 
Crack detector, Magnetic, 200 
Cut-out, Rectifier, 797 
Dust collector, 491 
Electronic ohmmeter, 163 
Electronic relay, 763 
Engine timer, 491 
Fault tinder, 763 
Fencing, Electric, 537 
Filter, Magnetic oil, 942 
Vire, Tubular copper, 797 
Vire alarm system, 26 
Fluorescent lamp fittings, 797 
Fuses, Cartridge, 53 
Generator, Television pattern, 843 
Hearing aid, 716 
Heater-cooker, 26 
Heating panels, Plastic, 942 
Hoist, Electric, 537 
Irons, 26, 804, 537 
A modern 537; Electric, 
Lamp fittings, Fluorescent, 797 
Machine tool motors, 942 
Magnetic oil filter, 942 
Magnifier, Illuminated, 273, 764 
Mining contactor panel, 536 
Mining equipment, DC, 411 
Motors, Machine tool, 942 
Neon testers, 304 
Ohmmeter, Electronic, 163 
Oil filter, Magnetic, 942 
Oilers, Battery terminal, 764 
Plastic heating panels, 942 
Process timer, Electronic, 26 
Radiator, Convection, 798 
Rectifier cut-out, 797 
Relay, Electronic, 763 
Resistances, Toroidal, 716 
Rotary cam switches, 797 
Salt baths, Compact, 304 
Service units, House, 594 
“* Simmerstat,’’ An improved, 273 
Street lighting fittings, 306 
Switches, Rotary cam, 797 
Telephones, Ships’, 305 
Television, Pye, 686 ; —-— pattern 
generator, 843 
Terminal oilers, Battery, 764 
‘Toaster for home or restaurant, 763 
‘Tubular copper fire, 797 
Vehicles, Battery, 843 
Wash boiler, Modern, 491 
Welder, Spot, 53 
Refrigeration, Reversed, 808 ; 
ring freezing, 925 
Refrigerator for every home, 831 
Refrigerator production, ‘* Prestcold,” 


Her- 


869 

Regional boards for industry, 688 

Registration of contractors, by A. H. 
561; by E. Pinto, 
717, 736 

Reinstatement in employment, 23, 161 

Relay, Electronic, 763 

Relays, Directional, by V. B. Shah, 


Releases from industry and Forces, 
267, 375, 651, 663 

Repeater station, Wesel-on-the-Rhine, 
450 


Reports and Dividends — 
berdare Cables, 530 
Abitibi Power & Paper Co., 274 
Adelaide Electric Supply Co., 568 
Aeronautical & General Instru- 
ments, 
Aerialite, 7 
Blectric Supply, 459 


R and Dividends—continued 
azon Telegraph Co., 311 
Anglo-American Telegraph Co., 645 
Anglo-Argentine Tramways Co., 384 
Anglo-Portuguese Telephone Co., 
241, 311 
Aron Electricity Meter, 347, 458 
Ascot District Gas. & Electricity 


British Engineering, 


Associated Equipment Co., 799, 
39, 915 
Atlas Electric and General ‘Trust, 


Automatic Telephone & Electric 
Co., 421 

Avery, W. & T., 33, 8410 

Ayrshire Electricity Board, 241 

Babcock & Wilcox, 605 

Bakelite, 241, 347 

Baldwin, H. J., 175 

Barcelona Traction, Light & Power 
Co., 384, 605 

Belliss & Morcom, 175 

Bennis Combustion, 69 

Berry’s Electric, 421 

Bird, Sydney, & Sons, 683, 725 

Bogtior & & Gas & Electricity 

0. 

Bolton, lll & Sons, 104 

Bournemouth & Poole "Blectricity 
Supply Co., 385 

Brazilian ‘Traction, Light & Power 
Co., 175, 492 

Britannia Electric Lamp Works, 

722 


British Aluminium Co., 421 
British Electric Resistance Co., 
760, 799 
British Electric Traction Co., 645 
British Electric Transformer Co., 


839 
British Insulated Callender’sCables, 
32, 384 


British’ Oxygen Co., 347 
British Power & Light Corporation, 


347 
British 840, 915 
British Ropes, 421 
British Thermostat Co., 568 
British Vacuum Cleaner & Engineer- 
ing Co., 241, 384, 421 
— Relay Service, 69, 206, 


Brown Bros., 3: 
Brush Engineering Co., 
645 


Bullers, 799 

Burco, 683, 760 

Burma Electric Supply Co., 105 
Cable & Wireless, 33, 492 

Cable & Wireless (Holding), 33 
— Investment Trust, 531, 568, 


5 

Calcutta Electric Supply Corpora- 
tion, 568, 606 

Calcutta ‘Tramways Co., 347, 458 

Canning, W., & Co., 312 

Cape Electric Tramways, 840 

Cawnpore Electric Supply Co., 241, 
312, 568 

Ceara Tramway, Light & Power Co., 


Chloride Electrical Storage Co., 32, 
206, 800 


2 

Christy Bros. & Co., 69, 141 

Cinema Television, 141, 568, 683 

City of London Electric Lighting 
Co., 206 

Cole, E. K., 105 

Colombo Electric «& 
Lighting Co., 175 

Cossor, A. C., 206, 311 

County of London Electric Supply 


Co., 385 
Crabtree Electrical Industries, 645, 
760, 799 


Reports and Dividends—continued 
Crompton Parkinson, 839 
Crossley Bros., 141 
Crossley-Premier Engines, 141 
Davis & Timmins, 312 
De — Thomas, & Co., 174, 206, 


Delhi Electric Supply & Traction 
Co., 105, 760 

Dictograph *Pelephones, 760, 800, 
79, 915 


Dorman, W. H., & Co., 311 

Drake & Gorham, 685 

Dubilier Condenser Co. (1925), 453, 
492, 568 

Hast African Power & Lighting (o,, 
312, 884, 530, 799 

Eastern Extension, Australasia & 
China Telegraph Co., 69 

Ebonite Container Co., 723 

Edmundsons Electricity Corpora- 
tion, 840 

Flectric Construction Co., 32, 141 

dectric Development & Securities 

Trust, 174 

Electric Furnace Co., 722, 760, 916 

Electric & General Investment Co., 


840 
Electric & Musical Industries, 605, 
839 : 


Electric Supply Corporation, 421 

Electrical Finance & Securities Co., 
33, 104 

Electrical Switchgear & Associated © 
Manufacturers, 105 

Enfield Cables, 421 

Enfield Rolling Mills, 104 

Engineering & Lighting Lquip- 
ment Co., 175, 274 

English Electric Co. of Canada, 141 — 

Ericsson Telephones, 531 

Erinoid, 683 

Ever Ready Co. (Great Britain), 645 _ 

Ever Ready Trust, 

Falk Stadelmann & Co., 207, 799, 
839 

Farnham Gas & Electricity Co., 241 

Ferranti, 722, 799 

Electricity Supply Co., 

5 


Franco Signs, 69, 104 

Gabriel, Wade & English, 241 
General Electric Co., 104, 174 
General Gas & Electricity Co., 206 
Glenfield & Kennedy, 384, 683 
‘Telegraph & Trust Co., 141, 


75 
Great Northern Telegraph Co., 645 
Greengate & Irwell Rubber Co., 241 
Greenwood & Batley, 141, 174, 241 
Heenan & Froude, 799, 952 
Henley’s, Telegraph Works 
Co., 32, 
Hick, eel & Co., 33, 141, 
206, 840 
Hoover, 69 
Hopkinsons, 60 
Howden, Saines & Co., 311 
H.T.A, 
Isle of ‘Thanet Electric Supply Co., 


‘nani Electric & Public Service 
Corporation, 492, 530, 645, 722 

Johnson, Matthey & Co., 32, 879 

Johnson’ & Phillips, 723, 879, 952 

Johnson, Richard, Clapham & 
Morris, 530 

Kalgoorlie Electric Power & Lighit- 
ing Corporation, 175, 311 

Kalgoorlie Tramways, 206 

Kent, George, 

Lancashire SBlectrio Light & Power 


Co., 347 

Lancashire United Transport «& 
Power Co., 421 

Lightfoot Refrigeration Co., 141 
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ports and Dividends—-contin nued 
Lincolnshire & Central Electric 
Supply Co., 722 
Lisbon Electric "Tramways, 458, 879 
London Electric & General Trust, 
568, 916 
London Electric 
tion, 206 
London ilee trical & General Trust, 


Supply Corpora- 


Transport Board, 


Ae: 839, 915 

MeMie ‘hael Radio, 141, 760 

Madras Electric Supply Corpora- 
tion, 916 

_ Electric Tramways (1904), 


840, 916 

Marconi International Marine Com- 
munication Co., 645 

Mareoni’s Wireless Telegraph Co., 
33, 645 


Max Stone, 760, 799, 916 

Metal Industries, 207 

Meters, 645 

Metropolitan Electric Cable & Con- 
struction Co., 683 

Metropolitan Supply Co., 
175 


Midland Electric Corporation for 
Power Distribution, 492 

Mid-Southern Utility Co., 241 

Mid-Wales Electric Power Co., 458 

Mirrlees Watson Co., 105 

Morgan Crucible Co., 69, 141 

Morris, Herbert, 492 

Murex, 605 

Napier, D., & Son, 839 

Newman Industries, 492 

Newton Bros. (Derby), 207, 274, 311 

Nico Light Co., 141 

Nigerian Electricity Supply Cor- 
poration, 384, 492, 530 

Northampton Electric Light & 
Power Co., 241 

North Eastern Electric Supply 
Co., 274 

Northmet Power Co., 241 

Notting Hill Electric Lighting Co., 


879 
Palestine Electric Corporation, 105, 
206 


Paterson Engineering Co., 722 

Perak River Hydro-Electric Power 
Co., 879, 952 

Peters, G. D., & Co. 

Peto Scott Hlectrical 


Phileo Radio & Television Cor- 
poration, 530, 683 

Pinchin, Johnson & Co., 531 

Pressed Steel Co., 645 

Pye, 421, 458 

Radio Rentals, 33, 69 

Ransome & Marles Bearing Co., 
421, 530 

Rawlings Bros., 492 

Rawlplug Co., 531 

Redfern’s Rubber Works, 141 

Renold & Coventry Chain Co., 492 

Revo Electric Co., be 104, 723 

Reyrolle, A., & Co. 5 421 

Rheostatic Co., 33, 241 

Westgarth & Co., 207, 


River Plate Electricity & Other 
Securities Corporation, 568 

Rothermel Corporation, 33 

Rushden = — Electric Supply 


Co., 

St. District Electric Light 
& Power Co., 492 

Salisbury Electric Light & Supply 
Co., 492 

Scottish’ Power Co., 421 

Silentbloe, 879 


Reports and Dividends— continued 
Skefco Ball Bearing Co., 605 
Smith, 8., & Sons (England), 952 
Solus Teoranta, 723 
South Wales Power Co., 492 
Stone, J., & Co., 33, 105, 760 
stone, J. & F., Lighting and Ractio, 

530, 605 
Stothert & Pitt, 421 
Strand Electric Holdings, 606, 645 
Sudan Light & Power Co., 492 
Sun Electrical Co., 839, 879 
S.W. & 8S. Blectric Power Co., 492 
Telegraph Condenser Co., 32 
‘Telegraph Construction & Main- 
tenance Co., 105, 207 
Telephone & General Trust, 241, 492 
Telephone Manufacturing Co., 69, 


100 
‘Telephone Properties, 840, 915 
Telephone Rentals, 312, 421, 952 
Tellus Super Vacuum Cleaner Co., 
105 


Thorn Electrical Industries, 311, 
> 

Thornycroft, J. I., & Co., 840 

Tube investments, Ly 879, 915 

Turner & Newall, 9 

Ultra Electric Holdings), 105, 175 

United River Plate Telephone Co., 
274, 458 

Urban Electric Supply Co., 492 

Vactric, 311, 421 

Venner Time Switches, 458 

Veritys, 385 

Victoria Falls & Transvaal Power 
Co., 207, 274, 879 

Waite & Son, 421 

Walsall Conduits, 33, 347 

Ward & Goldstone, 69, 104, 723 

Waste Heat & Gas Electrical 
Generating Stations, 241 

W: aw & Manufacturing 

0., 6 
Welwyn Garden Electricity Supply 


Co. 

Wessex ‘Blectricity Co., 492 

West of England Electric Invest- 
ments, 312 

West London & Provincial Electric 
& General Trust, 311 

Western Telegraph 69 

Woking Electric Supply Co., 421, 


492 
Yale Electric Power Co., 458 
Yarrow & Co., 722 


Research, Fostering industrial, 84; 
Two-way, 112; Importance of, 
150; Electricity supply and 
research, by P. Schiller, 234; 
Co-operative, 721 

Restrictions relaxed, Wartime, 22 

Retail trade restrictions removed, 941 

Reversed refrigeration, 808 

Revoked, Radio control orders, 753 

Reyrolle, A., & Co.: Window dis- 
play, 134; Massradiography, 487 

Ribble No. 2 power station, 319 

Ring circuits, 42 

Ring-main calculations, by P. J. 
Ryle, 157 . 

Ripple control, 863 

Riverside power station, Baltimore, 791 

R.N.V.R., Still in the, by Electrical 
Lieut. -Commander E. B.Watton, 


70 
Rolling mill tension, 725 
Romford church, Electric clock for, 


791 
Rope making, 431 
= windings deformation, 825, 848, 


7 
Royal Air Force, Releases from the, 76 
Royal Engineers officers’ release, 562 
Rubber, Electrically conductive, 572 ; 
——— products exhibition, 65 


Rural supplies, 156, 542, 555, 586, 
692, 699, 748 

Russia, Royal Society members’ visit 
to, 58; Power stationsfor, 74 ; 
Transportable plant for, 523 


FEGUARDS, Electrical, 355 


St. Pancras, Electricity plans of, 927 
Salad crops, Early, by A. D. Johnson, 
955 


Salaries, Power engineers’, 63, 201 
Meter engineers’, 525 

Salary, Bath chief engineer's, 713 

Sales and service, 181 

Sales management conference, 713 

Salford contracts, 526 

Santon Engineering Society, 909 

Santon’s war work, 309 

Scandinavia, Trade with, 270 

Scholarships, Housecraft, 846 

School catering by electricity, 267 

School cinema projectors, 774 

Schools, Services for Scottish, 516 

Science and industry, 863 

Sciences, Merging of, by Dr. J. L. 
Miller, 479 

Scientists, Government, 430, 449 

Scotland: Hydro-electric schemes, 
282, 296, 663, 719, 774; Services 
for schools, 516 ; Caithness water 
power survey, 702; Electricity 
in, 806, 837 ’ 

Scottish Engineering 
Association, 533 

Screw threads, Standard, 514 

Sea return conductor, 502 

Sealing motor bearings, 756 

Secondary industries, 848 

Selling without licence, Fined for, 135 

Service points, Multiple, by P. Ridler, 
793 


Students’ 


Service, Sales and, 181 

Service units, House, 594, 676 

Services for Scottish schools, 516 

Shanghai Power Co., 413 

Shannon scheme, The drought and 
the, 436 

Ship, Large motor for Canadian, 376 ; 
—— welding, 92; Electrical —— 
equipment, 339 

eer in, by R. I. Kinnear, 


Ships’ telephone service, 305 

Shipyard apprenticeship, 502 

Shock, Electric, 90 

Shock victims, Reviving, 20 

Short-circuit calculations, by T. A. 
Ledward, 737 

Siam, Tin in, 676 

Sick pay for supply workers, 91 

Silsden, Council house supplies at, 632 

Simplex Electric Co.: War work, 
209; Expansion, 562 

Mr. Churchill's aeroplane, 


Society of British Paint Manufac- 
turers, 486 

Solus Teoranta, 736 

Somerset rating decision, 155 

South Africa, News from, 110, 596, 
794; Trolley-buses for, 302, 376 ; 
Electrical industry, 303 ; Elec- 
tricity Supply Commission, 490 ; 
‘Telephone requirements, 562 

South Shields appliance factory, 450 

Southend undertakings’s war 
activities, 674 

Spain: Imports, 300; Factory fire, 
303 ; Electrical industry, 832 

Sphere-gap ps, 778 

Spools, Metal cable, 831 

Staff foremen and supervisors, 201 

Standard fittings for houses, 828 

Standards, International, 2, 123 

Starters, DC motor, by J. Cotterell,533 

Stator, Transporting a 125-ton, 830 
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Stator units for aircraft, ot 

steam, Process, 502 

Steel: Manufacture of iron and, by 
L. Sanderson, 661 ;—--- company 
fined, 170; Re-equipment of 

industry, 133 ; welding, 
177, 782; Control of iron and, 
91; Large new -———mill, 789 ; 
making, 809 

Steel-glass windows, 832 

sterilising charts, 42 

street lighting, by E. C. Lennox, 669, 
709: Change-over from elec- 
tricity to gas, 20; Restoration, 
57, 699; Economics, 292 ; 
—— fittings, 306; Glasgow, by 
J. M. Ward, 372; Sheffield 
774 

Strike at Neasden, 562 

Studs, Making bolts and, 769, 887 

Sulphuric acid prices, 485 

Supply, Improving power, by W. 
Dixon, 559 ; authorities and 
planning, 361; Electricity —— 
practice, 281 ; reorganisa- 
tion, 548; Electricity and 
research, 234; restrictions, 
3 industry’ 's future, by 
a Borough Electrical Engineer,” 
657 staff difficulties, 658 ; 
Application of investment control 
to the electricity —-—industry, 
729 ; No electricity: inquiry, 
758 ; Analysis of, 758; Efticient 
electricity, by “ Cincinnatus,” 950 

Supply Department, New, 638 

Surplus, Disposal of, 394; 
machine tools, 462, 636; —~— 
stores, 652, 831 

Survey of industrial research, 789 

Swann Diploma, The, 586, 591 

Swiss imports from Germany, 562 

Switchboards and motor control 
equipment (B.S.S8.), 233 

Switches, Control circuit, by A. E. L. 
Jervis, 833 

Switchgear, High-voltage, 652; Air- 
blast, 653; Rebuilding —-— 
works, 652; -—— makers’ war 
work, 670 

Sydney extensions, 529 

Synchronous induction motors, by 

Y. Mang, 855 
Synthetic mica, 826 
Syrian contract, Tenders for, 63 


"TANGaN YIKAN Imports, 148 


Tanker, Turbo-electric, 
welded, 

Tariffs, see Charges 

‘Taxation, F.B.1. and war, 485; 
and industry, 613 

‘Lechnical books, 923 

Technical colleges, 886 

‘Technical education, by J. B. J. 
Higham, 481; by H. J. Booth, 
625 

Technical officers retained, 377 

Technica] study, 900 

‘Lechnological education, 681 

‘Telecommunication laboratories, New, 
939 

‘Lelecommunications conference, 714 

Telephone factory for Lisbon, New, 37 

Telephone interference, by P. B. 
Frost and E. F. H. Gould, 671 

Telephone requirements, South 
African, 562 

Telephone _ service, 
34 


302; All- 


Ships’, 305; 

2; —— arrears, 449, 

Television: Restarting, 346; Colour 
— — in America, 390; New Pye 
equipment, 686; —— in the 
870 Alleged ——— cartel, 
9 


Temperature treatment, 887 


‘Tenancies, Employees’, by 
Sugden, 642 
‘Tenants, Retailing electricity to, 20 
‘Tennessee Valley Authority, 436 
‘Terminal oilers, Battery, 764 
‘Yerms of agreement, 858 
‘Testing, Cable, 76 
Textiles, Dyeing, 819 
Thanet, Supply in, 2, 18 
‘Thermostats, W ater heating system,903 
Thrust boring, 197 
‘Time switch, Novel, 156 
‘Tin in Siam, 676 
‘Toaster for home or restaurant, 763 
‘Tool demonstration, Portable, 133 
Tool exhibition, Railway, 854 
Tower clocks, 870 
Town and country planning, 774 
Trade, Inter-Imperial, 394 ; Overseas 
electrical, 416 
Trade Union Congress proposals, 339 
Trading estates, 156, 170 
Training, Engineering, 145, 169; 
for export trade, 339: 
Apprentice, 487; by E. G. Ross, 
471; —— for business adminis- 
tration, 486 ; Occupational ——— 
schemes, 525 ; Education and, 
by S. H. Richards, 626; —~ 
cable jointers, 641; —— in 
electric farming, 789 
Transformer : loading, by C. H. 
protection, 711 ; 
730; Power —— 
stresses, S64 ; failures, 892 ; 
Dielectric heating, for 
bushing, 909 
Transformers in parailel, 
Macfarlane, 167 
Transmission-line protection, by D. H. 
Towns and H. McDonald, 95 
Transmission-line surges, by R. J 
Birkinshaw, 27 
Transport, Heavy-load, 332 
Trinidad: Electrical imports, 52; 
Control of electricity under- 
takings, 668 
Trolley-buses : versus trams, 120 ; 
—— for South Africa, 302, 376; 
Orders from New Zealand, 444 ; 
for Brazil, 562 
Tummel-Garry Scheme, 282, 296, 730, 
740, 806, 838 
Tuning forks, 660 
‘Turbine-governor control, 652 
Turbine-oil purification, 571 
Turkish requirements, 630 


UGANna railway, Kenya and, by 
G. H. Lepper, 785 

Unbalanced loads, by A. G. Milne, 896 

Underground buildings, 362 

Underground power stations, 658 

United Ebonite & Lorival’s war work, 


United States: War contract can- 
cellations, 65 ; Philips’ patents in, 
66; Multi-purpose appliance, 
256; Diesel-electric locomotives, 
291 ; Electrical appliance market, 
302; Radar production, 302; 
Exports, 390; Colour _ tele- 
vision, 390; Miniature meters, 

; Copper position, 538; 

“Cartel ’’ charge, 550 ; Australia 
and, 578; Domestic appliance 
manufacture, 658, 699; Utilities 
and appliance sales, 692 ; Depend- 
ence of the war effort on 
electric power, 774; Television 
in the, 870; Threatened strike 
in the, 909 ; Home wiring in the, 
by Ross Saunders, 911; Forms 
of alarm clocks in the, 932 

United Steel Companies, Ltd., Booklet 
by, 791 

Uruguay, Radio equipment for, 485 

bidet wireless sets, 837 


by J. 


THE ELECTRICAL REVIEW—INDEX 


Vv: — cleaner on farm, Use of, 


Insulating, 857 

Vehicle production, “Blectric, 790 

Vehicles, Electric, 362, 870; 
delivery, 469 

= Education in heating and, 
486 


Milk 


Veritys’ war work, 49 
Victory Club, The, 784 
Voltage measurement, Power and, 911 


Wicks, Tndustrial canteen, 23 ; 

in the contracting in- 
dustry, 638, 525; Cable drum 
makers’, 202, 713; Electricians’, 
231 ; yorking 
375; Meter repairers’ and testers’, 
673 ; Electricians’, 675, 829 ; ——- 
and output, 692; Contract price 
adjustment formule, 752; Elec- 
tricians’, 792; —-— of women 
cable workers, 831 

Walsall electricity supply under- 
taking jubilee, 937 

War bonus awards, 376 

War damage to public utilities, 449 

War office cable, 758 

War products, Special, 752 

Wartime restrictions relaxed, 22 

Water heating, Domestic, 595, by 
G. V. Radford, 595 

Water power in Kast Africa, 872 

Watford agricultural show, 89, 90 

Weather and power systems, 584, 586, 


621 
WwW Ship, 92 ; Are ——- costs, by 
E. C. Bailey, 119; Stud, 177; 
-—— supplies, by "A. G. Beech, 
417; Are -——— competition, 637 ; 
——— developments, 752; Steel, 
782; research, 857 
Wellman war achievements, 676 
Welsh girls learn lamp-making, 638 
Welsh * T.V.A.”, Proposed, 90 
Wesel-on-the-Rhine repeater station, 


West Gloucestershire Power Co., 
Brochure of the, 932 

West Midlands J.E.A., 272, 456 

Wholesalers, Electrical, 526 

Widow’s claim, 92,1 34 

Willow Holme power station, 633 

Wind power, 2, 18, 256 

Windings, Rotor, 825 

Window displays: Distribution gear, 
134 ; Loughborough, 673 

Windows, Steel glass, 832 

Winter electrcity, supplies, 318 

Wireless, see Radio 

Wireless sets, Utility, 837, 

Wiring ; W arning : against unsafe, 715 ; 
—— and wiring diagrams, by 
J. H. M. Sykes, 326 ; Home —— 
in America, by Ross Saunders,911 

Women and electricity, 339 

Women electrical workers’ conference, 


486 
Women’s electrical exhibition, 543, 
636 


Workers in electrical industries, 907 

Workmen’s compensation, by F. L. 
Sugden, 298 

Works distribution, 677 

World Power Conference, 753, 782 

Wright & Weaire appliance factory,450 


X-RAY jubilee, 624, 750 


X-ray lecture course, 830 
X-rays in engineering, 823 


YORK, Progress at, 251 


INC: Licences, 23; Develop- 


ment, 451 
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